STIMULANTS IN WORKHOUSES (IRELAND). 



RETURN to an Order of the HonouraLle The House of Commons, 
dated 9 May 1881 \—for, 



RETURN “ giving the Amount and Value of Alcoholic Stimulants used in 
the several Workhouses in Ireland during the Year 1880, Number of Sick 
Persons Treated, and Death Rate in each Workhouse, in the following 



Form : — 
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Local Government Board, Dublin,' 
22 July 1881. 



B. BANKS, 

Secretary. 



(ilfr. fyiiiticorth.) 



Ordered, hy The House of Commona, to he Printed, 
29 July 1881 . 
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